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Health Bulletin-Addendum 
Date: 29 April 2020 (8:00PM) 


e Total Number of Samples Positive: 55 
e Total number of Sample Reports Received: 5602 


e Total Number of Samples Negative: 5547 


After the release of the Daily Health Bulletin, dated 29 April 2020 (5:30PM) 
One new Positive Cases of COVID-19 was detected in district Udham 
Singh Nagar. The Sample was tested positive at VRDL Lab Haldwani. 


